YAJEN & NEW, INDIANAPOLIS, IND. 


r 

I 


COMBINATION VISES. 


287 



CHENEY'S COMBINED ANVIL AND VISE. 

Size of Jaws.. 234 3)4 4 4)4 

No. 10 . 20 . 30 . 40. 

This is a combination of three tools, namely: 1st, An Anvil having a chill-hardened 
and polished face. 2d, A Parallel Vice with a square thread wrought iron screw and jaws 
that are steel faced. 3d, It becomes an adjustable vise that will hold odd shaped articles, 
as shown in cut, by removing the steel pin. 



Anvil and Vise with Drill Attached. Anvil with Vice Attached. 

COMBINED VISE ANVIL AND DRILL. 


A valuable tool for Carpenters, Harness-Makers, Tinners, Locksmiths, Blacksmiths, 
Brewers, ^Millers, Farmers, etc. Three machines at the price of one. 

Weight, 50 R).; Total length, 19 in.; Widths of jaws, 4 in*; 1 in. deep. Face of Anvil 
8)4 X 3)4 inches. 



BONNET’S DOMESTIC VISES. 
With Clamp Attachment. 
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7, 8 and 9 have steel jaws. 
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Stephen’s Toggle Joint Vise. 

Size of Jaw 2 2^ 3)4 4)4 

Flat. 

Swivel. 

2 in. Nickel-Plated Flat_Swivel- 





















































